To:  Teileck,  Jack[Teileck. Jack@epa.gov] 

From:  Biggs,  Tonia 

Sent:  Tue  8/11/2015  8:30:33  PM 

Subject:  Gold  Mine  ER 

Jack-  We  are  modifying  the  TA  to  change  the  day  of  departure. 

Tonia  Biggs 
214.665.8551 

— Original  Message — 

From:  Teiieck,  Jack 

Sent:  Tuesday,  August  11,  2015  2:23  PM 
To:  Biggs,  Tonia;  Gomez,  Kendra 

Cc:  Hubbard,  Claudia;  Sonntag,  Patricia;  Petersen,  Chris;  Sanchez,  Darlene;  Ruhl,  Lisa;  Giirein,  Stephen; 

Blevins,  John;  Webster,  Susan;  Torres,  Michael;  McFarland,  Verne;  Hill,  Troy 

Subject:  RE:  Candidate  is  not  approved  to  deploy  due  to  medical  monitoring  requirement 

Can  I approve  Tonia's  trip?  It  is  ready  to  be  ticketed. 

Jack  Teileck 

6EN  Management  & Program  Analyst 
214-665-9732 


— Original  Message — 

From:  Biggs,  Tonia 

Sent:  Tuesday,  August  11,  2015  2:20  PM 
To:  Gomez,  Kendra;  Teiieck,  Jack 

Cc:  Hubbard,  Claudia;  Sonntag,  Patricia;  Petersen,  Chris;  Sanchez,  Darlene;  Ruhl,  Lisa;  Giirein,  Stephen; 

Blevins,  John;  Webster,  Susan;  Torres,  Michael;  McFarland,  Verne;  Hill,  Troy 

Subject:  RE:  Candidate  is  not  approved  to  deploy  due  to  medical  monitoring  requirement 

Kendra: 

Prescreening  is  complete  with  a "cleared  for  deployment".  What  is  my  next  step.  I am  hoping  to  fly 
Wednesday. 

Thank  you  as  always!! 

Tonia  Biggs 
214.665.8551 

— Original  Message — 

From:  Gomez,  Kendra 

Sent:  Tuesday,  August  11,  2015  1:49  PM 

To:  Teileck,  Jack;  Biggs,  Tonia 

Cc:  Hubbard,  Claudia;  Sonntag,  Patricia;  Petersen,  Chris;  Sanchez,  Darlene;  Ruhl,  Lisa;  Giirein,  Stephen; 

Blevins,  John;  Webster,  Susan;  Torres,  Michael;  McFarland,  Verne;  Hill,  Troy 

Subject:  RE:  Candidate  is  not  approved  to  deploy  due  to  medical  monitoring  requirement 

There  has  been  a miscommunication  on  this  issue.  As  my  previous  emails  to  Susan  Webster  and  Michael 
Torres  indicated,  Tonia  does  NOT  require  medical  monitoring  to  deploy  in  support  of  the  Gold  King  Mine 
spill.  She  does,  however,  need  to  have  a pre-screening  exam  performed  by  the  12th  Floor  FOH  Clinic. 
This  exam  will  take  approximately  30  minutes  to  complete.  I've  provided  the  screening  exam  form  to 
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Susan  Webster  and  Michael  Torres  and  asked  them  to  get  with  Tonia  and  the  other  employees  in  the 
same  situation.  Once  the  pre-screening  exam  is  complete,  she  will  be  cleared  by  the  H&S  Office  to 
deploy. 

Again,  medical  surveillance  is  NOT  required;  only  a pre-screening  exam. 


Kendra  C.  Gomez 
Kendra  C.  Gomez 
R6  Health  & Safety  Manager 
1445  Ross  Ave,  Ste  1200 
6MD-00 
Dallas,  TX  75202 
Work:  (214)  665-7225 
Ceil:  (214)  205-7643 


— Original  Message — 

From:  Telieck,  Jack 

Sent:  Tuesday,  August  11,  2015  12:58  PM 
To:  Biggs,  Tonia 

Cc:  Hubbard,  Claudia;  Sonntag,  Patricia;  Petersen,  Chris;  Sanchez,  Darlene;  Ruhl,  Lisa;  Gilrein,  Stephen; 
Blevins,  John;  Gomez,  Kendra 

Subject:  Candidate  is  not  approved  to  deploy  due  to  medical  monitoring  requirement 
Tonia  - 

As  per  Chris  Petersen,  you  cannot  deploy  to  New  Mexico  at  this  time  as  you  need  to  be  under  medical 
monitoring  for  the  activities  to  be  performed  while  on  this  travel. 

Chris  is  working  with  his  group  to  assist  us  in  getting  you  the  proper  monitoring  or  attaining  the  best 
justification  for  why  you  do  not  need  it. 

I will  update  you  as  soon  as  I know  anything  further. 

Jack  Telieck 

6EN  Management  & Program  Analyst 
214-665-9732 


— Original  Message — 

From:  do-not-reply@concursolutions.com  [mailto:do-not-reply@concursolutions.com] 

Sent:  Tuesday,  August  11,  2015  12:51  PM 

To:  Telieck,  Jack 

Subject:  CGE  Correspondence 


TELLECK.JACK@EPA.GOV 

A Concur  document  for  TONIA  BIGGS,  TAA01 PRG,  Auth  with  a trip 

departure  date  of  08/11/15  has  been  stamped  ACCOUNT  REVIEWED  by  HUBBARD,  CLAUDIA  M and  is 
now 

awaiting  your  action. 

You  can  access  CGE  at:  https://cge.concursolutions.com 
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